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ACTION AID-31 

INFO OCT-01 EA-07 ISO-OO SIL-01 EB-05 IGA-02 RSC-01 DRC-01 

LAB-02 /051 W 

109139 

R301110Z AUG 74 
FM AMEMBASSY SAIGON 
TO SECSTATE WASHDC 8307 

UNCLAS SAIGON 1 1465 

E.O. 11652: N/A 
TAGS: ELAB, VS 

SUBJECT: LABOR EDUCATION POLICIES AND PROGRAMS-STUDY 
PROGRAM FOR TRADE UNION EDUCATORS 

REF : STATE 184543 

FOR OLAB FROM LABOR ATTACHE 

1 CVT PRESIDENT TRAN QUOC BUU HAS APPROVED THE NOMINATION 
OF LE TRUNG NGHIA OF THE FEDERATION OF RAILROAD WORKERS, 
RECENTLY RE-AFFILIATED WITH CVT, AS THE CANDIDATE FOR 
SUBJECT STUDY PROGRAM. 

2. FOLLOWING IS BIO DATA: 

BORN: DECEMBER 5, 1919 IN CENTRAL VIET-NAM 

FAMILY: MARRIED; 8 CHILDREN (WIFE IS CIVIL SERVANT IN MINISTRY 
OF INFORMATION) 

ADDRESS: 18 LOT E NGUYEN THIEN THUAT COMPOUND, SAIGON 
POSITION: CHIEF OF COORDINATION OFFICE OF RAILROAD TRAFFIC 
EDUCATION: DEGREES: LICENCE IN LETTERS 

LICENCE IN HUMAN SCIENCE - SOCIAL HIGH 
STUDIES 

LANGUAGES: ENGLISH SENIOR CERTIFICATE, UNIVERSITY 
OF PEDAGOGY 

ENGLISH LANGUAGE LABORATORY 
PAST ACTIVITIES: 
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A) EXPERIENCE: HAS WORKED IN THE FIELD OF RAILROADING FOR 

ALMOST 25 YEARS, IN SUCH AREAS AS PRODUCTION, 
ADMINISTRATION, SUPPLY, TRAFFIC, WORKSHOP. 

WAS ATTACHE AT RVN EMBASSY IN LONDON, 1969-1972. 

B) RESEARCH: FOUR YEARS ON HISTORY OF RAILROADING FOR HIGH 

STUDIES THESIS ON "RAILROAD WORKERS" 

C) UNION ACTIVITIES: JOINED UNION OF RAILROAD WORKERS IN 

1958 AND IS NOW A UNION CADRE AT THE 
DIRECTORATE OF RAILROAD. 

HE BECAME A MEMBER OF THE EXECUTIVE 
COMMITTEE OF THE SUPPLY SECTION IN 1967. 

IN 1971 HE PARTICIPATED IN A SIX-MONTH 
SEMINAR OF RAILROAD SUPERVISORS AND 
WORKERS AT LONDON UNIVERSITY. 

LEHMANN 
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